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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 237531 

65 

ORIGIN NEA-10 

INFO OCT-01 ISO-OO COME-OO EB-07 /018 R 

DRAFTED BY NE A/IRN : RWB EALES : AMF 
APPROVED BY NEA/IRN:CWNAAS 
COM/CAGNE:JHALDANE (INFO) 

130515 

R 241720Z SEP 76 
FM SECSTATE WASHDC 
TO AMEMBASSY TEHRAN 

UNCLAS STATE 237531 

E.O. 11652: N/A 

TAGS: BTRA, IR 

SUBJECT: VISIT OF BECHTEL REPRESENTATIVE 

1 . DEPARTMENT INFORMED THAT BECHTEL EXECUTIVE REPRESENTA- 
TIVE FROM LONDON, DANIEL A. RICHARDS, WILL VISIT IRAN ON 

OR ABOUT OCTOBER 25 TO DELIVER TO THE GOI A PROPOSAL FOR 
THE ENGINEERING, PROCUREMENT, AND CONSTRUCTION MANAGEMENT 
OF A BRASS MILL FACILITY TO BE BUILT FOR THE MILITARY 
INDUSTRIES ORGANIZATION. RICHARDS WILL WELCOME OPPORTUNITY 
TO TALK WITH EMBASSY OFFICER ABOUT LOCAL BUSINESS PRAC- 
TICES AND IRANIAN CONTRACT PROCEDURES. 

2. REQUEST YOU EXTEND APPROPRIATE COURTESIES. KISSINGER 


UNCLASSIFIED 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 SEP 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE237531 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RWBEALES:AMF 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760363-0243 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9760921 /aaaaasbr. tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 MAR 2004 
Review Event: 

Review Exemptions: n/a 
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Review Transfer Date: 
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